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PRESTRESSED/PRECAST CONCRETE 


PARKING STRUCTURES 


p Line Quality... Bottom Line Result 


facilitating a user friendly traffic flow. The solid good 
looks of Prestressed/Precast Parking Structures can | 
displayed functionally as finished concrete or accented 


Prestressed/Precast Concrete has become Florida’s 
building system of choice for Parking Garages. The 
reason? An owner receives the highest quality structure 
at the lowest first cost. And the savings continue for the 
life of tl 
Lower maintenance costs and formidable resistance 


irage 


to Florida's corrosive environment are characteristic of 
high-strength Prestressed/Precast Concrete. The resultant 
service life of your garage is extended adding long-term 
protection to your investment dollar. 

Long, clear spans, made practical through a unique 
manufac turing pr CESS, prov ide a pleasing, 0 pen Interior 


AR 


FLORIDA PRESTRESSED CONCRETE ASSOCIATION INC 


with attractive surface treatments. 

So, before you design or build your next parking 
garage, consider Prestressed/Precast Concrete and... 
Consider your bottom line. 

For a free brochure on the benefits of Precast/Pre- 
stressed Concrete Parking Structures and upcoming 
seminar information call or write: Florida Prestressed 
Concrete Association, 1850 Lee Road, Winter Park, 
FL 32789 « (407) 740-5297. 
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This message made possible, in part, through the contributions of the following FPCA Sponsor Members who provide quality materials and services to the industry 


Florida Wire & Cable Company 
Jacksonville 1-800-433-4204 


Lafarge Corp. - Florida Cements 
Tampa 1-800-282-9171 


Brooksville Cement 
Brooksville 1-800-727-6261 


Jersey devil 


BILL SANDERS 
PHOTOGRAPHY 
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OTHER ENERGY SOURCES MAY CLAIM 
THAT THEY ARE SAVING YOU MONEY, BUT 
WHAT ARE THEY REALLY COMPARING? 


Florida Power & Light, an FPL Group company 


Before you consider switching to 
gas-fired air conditioning equipment, 
be sure you are comparing apples to 
apples. What you're hearing from the 
gas company may sound good, but it 
may not be the whole story. 

So before you make a decision, call 
us. We'll analyze the real energy and 
money-saving potential in your current 
proposal. Or develop an alternate for 
you, including how your facility can 
qualify for our conservation incentives. 
We'll review your energy usage patterns, 
month-by-month load, cooling require- 
ments, and load profiles by time of day. 
We'll calculate comparable capital 
improvement, financing and operating 
costs. If their proposal is sound, we'll 
tell you so. Either way, you'll know 
you're making a fair comparison. 

To schedule an appointment, or to 


learn whether your facility qualifies for 


any of our incentives for making energy- 


saving improvements, call your FPL 


account manager or /-800-FPL-5566 . 


THE POWER TO IMPROVE 
YOUR BUSINESS" 


Cu 


FPL 
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EDITORIAL 


certainly would like to hear from you, the architects of Florida, more often 

than I do. It's always nice to get *thank you" letters when an article is pub- 

lished about a project you've designed. I appreciate those letters, but they 
are almost always very grateful and not very critical. Otherwise, I usually 
hear about things through the grapevine. In this case, the grapevine is 
FAMAIA Board or Excom meetings where the subject of the magazine comes 
up and you deliver your messages, either pro or con, to George Allen who 
graciously delivers them to me. 

But, seriously, I would like nothing better than to have a good, healthy 
"Letters to the Editor" column which is chocked full of opinions about articles 
and features in a previous issue. I invite criticism and always, praise. 

With an eye to the future, I would also like to invite suggestions, submis- 
sions, queries, information about new products you like and don't like, book 
reviews, travel sketches, university and student news and abstracts of 
research. In short, I'd like very much to broaden the parameters of Florida 
Architect and I invite each of you to help me do it. 

'There have been some suggestions recently that we need to broaden the 
scope of the magazine beyond being merely a book of pretty pictures. Well, I 
hope FA has always been more than that and of course, it will always feature 
the best new and restored architecture that our region has to offer. And, if 
that means pretty pictures abound, then so be it. But, in addition, I see a lot 
of merit in rounding out the editorial content to include items of general inter- 
est to the profession and I'm looking to you to let me know what that informa- 
tion might be. Or better yet, to supply me with concise, well-written articles 
about things near and dear to you. Florida Architect wants to hear about any- 
thing that any member of the state association feels is important. So, pick up 
that pen or turn on that computer...and write. DG 


a 


KEYSTONE 


for that natural look. 


Keystone is real Florida cut coral, a shell traver- 
tine from the Florida Keys. Diamond sawed, cut 
six sides to your specifications. A natural light 
cream with rich tones of red-brown and black. 


KEYSTONE PRODUCTS, INC. 


1414 N. W. 3rd Avenue / Florida City, FL 33034 


(305) 245-4716 
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What Do Architects Say About The 
AIA Trust Health Insurance Plan? 


@ 83% of participants say they are very satisfied. 
M 59% say the plan is a reason to belong to AIA.* 


And in its December 1992 issue, MONEY 
Magazine says the AIA Trust's plan is an 
excellent example of a comprehensive 
medical coverage at a reasonable price. 


Call for information... 1-800-343-2972 


AIA Trust 


The American Institute of Architects 
Benefit Insurance Trust 


* AIA member insurance evaluation & needs assessment study. wave 43 
Wiese Research Associates, October 1992 
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NEWS 


Research Reports 
Available 


Three research reports have 
recently been made available 
through the Building Construc- 
tion Industry Advisory Council 
(BCIAC) at the University of 
Florida. 

The first is a report entitled 
Evaluation of Alternative Roof- 
ing Systems - Phase II (For Flori- 
da Public Schools) which was 
completed by Richard Jones, Dr. 
Brisbane Brown, Jr., Professor 
Robert Crossland and Professor 
Luther Strange of the M.E. 
Rinker School of Building Con- 
struction at UF. 

Built-up roofing has tradition- 
ally been the design of choice 
for the low sloped roof. In the 
mid-1970's, a new product was 
introduced from Europe to com- 
pete with the built-up system. 
This new product was classified 
as a single-ply covering. Since 
the product was new to the U.S. 
market, designers and contrac- 
tors were not fully aware of 
some of its characteristics. As 
the material was installed, there 
were some failures which 
caused alarm among owners. 
This report is an investigation 
into the problem. The failures 
were caused by poor design, 
poor workmanship and poor 
maintenance. Six recommenda- 
tions are made to correct these 

roblems and if implemented 
ould save the state millions of 
ollars each year. 

A Study of Florida's Licensing 
ystem for Construction Contrac- 
ors is the work of Dr. Irtishad 

mad, Professor Jose' Mitrani 
nd Professor Jack Dye of the 

epartment of Construction 
anagement at Florida Interna- 
ional University. This study fo- 
sed primarily on economic fac- 
lors related to the daily work of 
he Construction Industry Li- 
ensing Board and their relation- 
hip to the Department of Profes- 
ional Regulation to determine if 
ere were functions which ap- 
eared to need improvement in 
rvice or organization. 
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The third research report en- 
titled Practices in the Construc- 
tion Industry Which Are Subject 
to Lawsuits - Phase 2 was pre- 
pared by Professor Wilson 
Barnes of the Department of 
Construction Management at 
Florida International University. 
This project was conducted to 
complement and continue stud- 
ies initiated under BCIAC grant 
Practices in the Construction In- 
dustry Which Are Subject to Law- 
suits - Phase I. The original 
study, which is referred to as 
Law 1, examined practices in 
the construction industry that 
lead to lawsuits and its objective 
was to identify causes rather 
than to fix blame and list legal 
winners and losers. Law 1 re- 
vealed a central theme of practi- 
tioner failure to tend to busi- 
ness. The principal effort of this 
study was the development of 
four curriculum modules which 
can be used to explain and em- 
phasize the lessons that were 
learned through investigating 
how practitioners get into trou- 
ble due to the way they go about 
the business of construction. 

Copies of these reports may 
be obtained by contacting Bris- 
bane H. Brown, Jr., Executive 
Secretary, Building Construc- 
tion Industry Advisory Commit- 
tee, M.E. Rinker, Sr., School of 
Building Construction - FAC 
101, University of Florida, 
Gainesville, FL 32611. 


Correx 

The author of the Legal 
Notes column entitled “Mis- 
placed Faith in Forms” which ap- 
peared in the May issue of FA 
was Steve Anderson. 

Mr. Anderson is a principal in 
the law firm of Anderson & Or- 
cutt. Apologies to the author for 
misspelling the firm name. 

Also, a correction to the 
photo credits in the article “A 
City Lightens Up” which ap- 
peared in the February issue. 
Photos of the renovated City Hall 
were taken by Trace Trusler. 


BOOKS 


Point of View 

The Art of Architectural 
Photography 

by Emanuel Abraben 
Van Nostrand Reinhold 
200 pages, 

197 B&W photographs 
78 color photographs, 

35 line drawings 

$59.95 


For over 30 years, award- 
winning architect E.”Manny” 
Abraben has photographed his 
own projects, for display and 
publication, combining his tal- 
ent as an architect with his pas- 
sion for photography. His 
unique skills are now available 
to translate architecture into 
brilliant photographic represen- 
tations for architects, builders, 
developers and advertising 
agencies. 

In a single comprehensive 
volume, this important new 
book combines a step-by-step 
manual of tips and techniques 
for photographers with a spec- 
tacular portrait gallery of the 
best of modern architecture. 


The book synthesizes theory 
and practice to bring excitement 
and creative stimulation to the 
business of photographing archi- 
tecture. 

The book covers philosophi- 
cal issues such as the relation- 
ship between photography and il- 
lustration, along with such 
practical matters as matching the 
composition of the picture with 
the building type and setting. 
Readers will even get practical 
career advice on such vital topics 
as preparing a portfolio and sub- 
mitting work for magazine publi- 
cation. Because photography is a 
technically demanding art, the 
author has provided an extensive 
appendix of indispensable data. 


AWARDS AND HONORS 


Ze-Guang Jin, an Associate in the Fort Myers architecture firm of Wilson & 
Moore, was recognized by the Michigan Vietnam Monument Commission for 
his design for a memorial in honor of those from Michigan who gave their lives 
in the Vietnam War. Ze-Guang Jin’s design was recognized as a significant ges- 
ture and, as such, his entry will be kept for historical purposes at the Michigan 
Historical Center and Archives. 


AWARDS 


1993 Florida Design Arts Awards 


| riä in Tampa, Orlando 
and Boca Raton were 
recently recognized by 
Secretary of State Jim Smith as 
recipients of the 1993 Florida 
Design Arts Awards. 

The annual awards recognize 
public and private facilities that 
represent the most effective col- 
laboration among the design 
professions of architecture, 
engineering, landscape architec- 
ture and graphic, interior and 
urban design. 

Each year, the Division of 
Cultural Affairs, Department of 
State, solicits and receives 
entries from around the state 
that are reviewed by a jury of 
representatives from the design 
arts disciplines. Recommen- 
dations are then submitted to 
the Florida Fine Arts Council, 
with final approval by the 
Secretary of State. 

Recipients of the award were 
the Bank of Tampa, Magdalene 
Reserve, a residential develop- 
ment in Tampa, Mizner Park in 
Boca Raton and the Lynx 
Downtown Orlando Bus 
Terminal. 


Lynx Downtown 

Orlando Bus 

Terminal 

Architect: Architects Design 
Group, Inc. 

Winter Park, Florida 


Jury: “This project addresses 
issues that are multiple and 
complex and it clearly con- 
tributes to the urban form.” 


Bank of Tampa 


Architect: Ranon & Partners 


Jury: “Located in a historic dis- 
trict, the building offers a good 
contrast to the older architec- 
ture and isa good centerpiece 
for the district.” 
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Magdalene Reserve, 
Tampa 

Ekistics Design Studio, Inc. 
Tampa, Florida 


Jury: “This single family subdi- 
vision is a highly innovative and 
sensitive example of environ- 
mental design.” 


ORIDA ARCHITECT Summer 1993 


Mizner Park, 
Boca Raton 
Crocker and Company 
Boca Raton, Florida 


Jury: “This park is a successful 


urban renewal project that was 
planned as part of a traditional 
downtown where people work, 
shop, live and spend leisure 
time.” 


VIEWPOINT 


The Design Responsibility Debate Continues 


he Ninth Annual Meeting of 

the ABA Forum on the Con- 
struction Industry served as a 
vehicle for construction lawyers 
to address in depth a series of 
major issues surrounding design 
responsibilities, including con- 
tract provisions, performance 
specifications, contractor's de- 
sign functions, shop drawings, 
environmental questions, insur- 
ance aspects of construction, dis- 
pute resolution techniques and 
copyright, among others. 


“A Florida attorney 
commented in his 
presentation that 
with regard to con- 
tract administration, 
there is a wide dis- 
parity between what 
owners expect and 
what design profes- 
sionals actually do.” 


More sophisticated owners, 
he said, will likely decrease the 
role of AE's for construction ad- 
ministration on the rationale 
that design professionals are 
not well-suited or experienced 
to handle the many issues that 
come up during construction, 
preferring in those cases to uti- 
lize in-house staff or outside 
construction managers. 

Another speaker tackled the 
tricky issues inherent in the re- 
view and approval of shop draw- 
ings, alluding to recent debates 
over who is ultimately responsi- 
ble for the correctness of shop 
drawings. The obligation of the 
design professional under both 
AIA and EJCDC documents to 
review shop drawings only for 
conformance with the "design 
concept” remains a *vague no- 
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tion that defies definition.” 

A mini-debate over the issue 
of responsibility for shop draw- 
ings as between the design pro- 
fessional and the contractor or 
fabricator rehashed the lessons 
drawn from the Hyatt Hotel case 
of 1981, in which the courts ulti- 
mately held the structural engi- 
neers responsible for faulty re- 
view of the fabricator's shop 
drawings. The debate generated 
by a New York Education De- 
partment memorandum on the 
issue in 1991, which was subse- 
quently dropped, was reflected 
in the discussion. While no con- 
clusions were reached, there 
seemed to be some consensus 
that both the design profession- 
al and the fabricator are respon- 
sible for defects, but that the ul- 
timate responsibility will rest 
with the design professional. 

A paper on how to minimize 
design errors focused on the 
dangers of programming inade- 
quacies and pointed to the ne- 
cessity of having the owner 
make a clear statement of its re- 
quirements. Also of concern 
should be predesign investiga- 
tions and a review of documents 
provided by the owner to the de- 
signer. The authors also empha- 
sized the need for interdiscipli- 
nary coordination. "The failure 
to coordinate the different disci- 
plines often leads to gaps, omis- 
sions, overlap, and conflicts in 
the contract drawings and speci- 
fications which frequently are 
not identified until the construc- 
lion process is underway," and 
this often results in costly 
change orders and malpractice 
claims. 

Differing views were outlined 
on the best way to handle claims 
that arise during construction. 
Two attorneys expressed con- 
cern with having the A/E be the 
primary initial interpreter of 


contractor claims. "Making the 
architect a claims officer....only 
invites trouble. 


“It is unreasonable 
to expect the architect 
to have the know- 
ledge and skill to 

resolve the numer- 
ous types of claims 
that will invariably 
arise on any 
construction pro- 
ject. Moreover, it is 
unrealistic to expect 
the architect to act 
completely 
impartially.” 


On the other side, Dale El- 
lickson, director of the AIA doc- 
uments program, offered the af- 
firmative view. After reviewing 
the historical background of the 
role of the design professional 
as part of construction phase 
services, he said that despite 
concerns about the architect's 
conflict of interest and lack of 
impartiality, the standard con- 
tracts continue the role of guasi- 
arbiter for a series of practical 
familiarity with the 
project, the cost in terms of time 
and money of using a third 
party, and the fact that having 
the on-site design professional 


reasons: 


handle disputes and claims on 
an initial basis permits the dis- 
position of small problems if left 
till the end of the project. 

A paper on the so-called 
“quiet revolution” related to dis- 
pute resolution by Professor 
Thomas J. Stiponowich, Univer- 
sity of Kentucky Law School, fo- 
cused on the emergence of me- 
diation and similar procedures 


in place of litigation or arbitra- 
tion. He reported that a recent 
survey disclosed that over half 
of the attorneys responding rec- 
ommend the use of mediation to 
their clients and that only a 
handful said they would not use 
it. Among the advantages cited 
were privacy, confidentiality, 
speed and economy. Most of the 
attorneys said that they dis- 
agreed with the criticism that 
proposing mediation was a sign 
of weakness. At the same time, 
it is recognized that for media- 
tion to work, all parties must en- 
gage from the start with the 
thought that compromise will be 
essential to reach an agreement. 

Susan R. Brooke, chair of the 
Forum Committee on Construc- 
tion Management and Design/ 
Build, offered comments on the 
new AIA construction manage- 
ment documents. Her analysis 
concluded that even though 
both the architect and C.M. 
have overlapping responsibili- 
ties during the construction 
phase, the new AIA documents 
provide a sound basis for deal- 
ing with the 90's scenario of the 
construction manager not serv- 
ing as a constructor. 


Reprinted with permission from 
Liability Update Office for 
Professional Libility Research, 
Inc. Volume 6, Number 5, May, 
1993. Schinnerer Management 
Services, Inc. 
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Carl Abbott FAIA Architects/Plan 


HURRICANE PROTECTION = SOLEIL 


Soleil shutters are the STRONGEST IN THE INDUSTRY. 
Soleil extruded aluminum roll-down shutters are a double-walled extrusion that have withstood the highest hurricane 
winds in the Caribbean (Hurricane Hugo). Soleil shutters meet and exceed the Product Certification Requirements for 
Hurricane Protection of the South Florida Building Code. 


SECURITY PROTECTION = SOLEIL 


Soleil shutters are the SAFEST IN THE INDUSTRY. 
Soleil extruded aluminum roll-down shutters have withstood a .45 calibre slug. The aluminum slat that was hit at the 
Martin Luther King United States Post Office in Miami, Florida in 1986 was merely dimpled. 


ENERGY SAVINGS = SOLEIL 


Soleil shutters are among the HIGHEST ENERGY SAVERS IN THE INDUSTRY. 
Soleil extruded aluminum roll-down shutters reflect 50% of the heat load on a window opening. 
Soleil wood roll-down shutters produce an even greater than 50% reduction of the heat load by virtue of their high insula- 
tion value and their ability to louver and allow ventilation. 


QUALITY = SOLEIL 


Soleil shutters are made from the HIGHEST QUALITY MATERIALS IN THE MARKET. 
Soleil's extruded aluminum roll-down shutters are a full 55 mm. slat double-walled and extruded in T-6063 alloy. 
Soleil's wood roll-down shutters are manufactured from Burmese teak, Honduran mahogany and other fine woods and 
assembled with stainless steel linkage. 


TELEPHONE: (800) 447-1287 Circle 35 on Reader Inquiry Card 


FLORIDA ARCHITECT Summer 1993 


Modern Home For A Renaissance Man 


Private Residence in the 
Gulf of Mexico 


Architect: Carl Abbott FAIA + 
Associates Architects/Planners 
Job Captain: Michael 
O’Donnell 

Engineer: Rast-Chang,Inc. 
Interiors: Carl Abbott FAIA + 
Associates 

Contractor: Joe Beishline 


wr do you get when you 
combine a Renaissance 


man whose interes 


5 are ex- 
tremely diverse with an innova- 
tive and experienced architect 
like Carl Abbott? In this in- 
stance, the combination result- 
ed in a dramatic, colorful em- 
bodiment of architectural form, 
function and fun. 

Abbott has long believed that 
good architecture can enhance 
and support the client's highest 
visions. He'll also tell you that 
design is always more fun when 
the client's approach to living is 
dynamic and outgoing. 

The client on this project had 
been living on this long, narrow 
peninsula site in a one-story 
ranch house until the day that 
he and Abbott climbed into a 
cherry picker to check out the 
view from 30 feet up. The 
breathtaking panoramic view 
got the design concept going. 
The new house would be raised 
high on the site to provide views 
to both the bay and the Gulf of 
Mexico. The views are facilitat- 
ed by wide windows and decks 
which also keep a solid north 
face to winter winds. The de- 
sign also provides for internal 
spaces which flow dramatically 
within the height of the triple 
volume and create a building 
with two distinct areas for public 
and private use. This plan pre- 
serves an existing deep water 
scuba training pool and provides 
privacy from the surrounding 
road and neighbors. 

In plan, the house takes the 
form of two linear elements, the 
public area and the multi-level 


Photos by Peter Turo, Photo-Tech, Inc. 
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master suite. These forms run 
the length of the property to cre- 
ate two exterior spaces, a pri- 
vate entrance courtyard on the 
west and an open court on the 
bay side. 

Sliding between these two 
forms and suspended over the 
pool is an entranceway which 
reveals a brilliant view of both 
the bay and the sky as one as- 
cends the stair. 

Visual ties to both the water 
and the sky continue through- 
out the house. A glass floor in 
the master suite looks down into 
the pool, reflecting shards of 
light into this triple volume. 
The glass floor, walls and ceil- 
ing of the third level aerie pro- 
ject from the building to the bay 
providing a true sense of float- 
ing. A free form skylight allows 
a view of the stars from three 
floors below while the roof deck 
Jacuzzi and planetary observa- 
tion platform provide ample op- 
portunity for the client to com- 
bine his loves of both sea and 
sky. 

Curved wall forms contrast 
with boxed volumes to create in- 
terior movement and spatial 
connection. This arrangement 
also vertically integrates the ar- 
chitecture. Bright blue security 
shutters double as heat control 
devices and serve as colorful ar- 
chitectural elements. The 45- 
foot banyan tree on the site 
functions as a 30-ton living 
sculpture, further illustrating 
the level of innovation which ar- 

chitect and client were able to 
achieve. 
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„ j SPECIALISTS IN INSURING THE 
ARCHITEC UR, DESIGN PROFESSIONAL 
PHOTOGRAPHY BY  - WITH COMPETITIVE 

rer TI 3 
PETER | U RO | PROFESSIONAL LIABILITY PROGRAMS 


INCLUDING THE FOLLOWING 
VALUE ADDED SERVICES 
CONTRACT REVIEW 
LOSS PREVENTION 
RISK MANAGEMENT 


OTHER AVAILABLE COVERAGES 
PROJECT COVERAGE 
UMBRELLA LIABILITY 

COMMERCIAL GENERAL LIABILITY 

COMMERCIAL AUTOMOBILE LIABILITY 

WORKERS' COMPENSATION 


THE ONLY A/E PRONET MEMBER IN FLORIDA 
W. MEADE COLLINSWORTH, CPCU, ARM, AIM, AAI 
COLLINSWORTH, ALTER, NIELSON, FOWLER & DOWLING, INC 
15979 N.W. 151ST STREET, SUITE 105, MIAMI LAKES, FL 33014 
305-822-7800 * FAX 305-362-2443 305-463-8601 
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ARCHICOUSTICS ine. 


consulting engineers in : 


architectural acoustics sound systems design & engineering 
noise & vibration control lab / field acoustical measurements 
design of music & entertainment spaces community noise surveys 


ml 12350 SW 132 court, suite 208 
| Miami, FL 33186 
tel : (305) 254 8450 
COUS56S fax : (305) 254 8455 
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VIEW OF FLORIDA 


A New Pavilion At Seaside 


by Renee Garrison 


he wooden boardwalks and 

pavilions at Seaside are leg 
endary, garnering praise from 
the press and the public alike as 
monuments to the contempla 
tive life and nostalgic romance 
of the past. 

The newest of the seven 
pavilions resembles a gentle 
wave, arching gracefully until, at 
its crest, it brushes a large 
beach umbrella. Architect Steve 
Badanes of The Jersey Devil, 
says that people describe the 
pavilion as looking like “Viking 
ships, sleighs and sea mon 
sters...things that have to do 
with the water.” 

The Jersey Devil both de- 
signed and built the pavilion. 
Badanes thinks it was a leap of 
faith that he was hired to design 
the prestigious structure. Al- 
though Andres Duany recom- 
mended him for the project, his 
firm is best known for designing 
houses that look like footbal 
helmets and hoagie sandwiches. 
Even though Robert Davis, the 
developer of Seaside, has made 
a habit of hiring young, up-and- 
coming architects, Badanes ad- 
mits he was surprised when he 
was approached to design the 
pavilion. Now that the structure 
is complete, the architect feels 
that his pavilion is more grace 
ful, and a lot more playful, than 
the other pavilions. 

The six-foot-wide white cedar 
decking stretches for 185 feet 
toward the water. The umbrella 
which sits atop the decking was 


constructed of aluminum, ama 
terial known for its durability, 
strength and ease of mainte- 
nance. At Seaside, each wooden 
walkway terminates at a street 
that runs north and south, away 
from the Gulf. These board 
walks and pavilions have be- 
come a very important part of 
the community, a place where 
neighbors sit in the evening 
watching the sunset. 


Renee Garrison is Architecture 
Critic for the Tampa Tribune. 
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Turn A Home 
Into A Showplace! 


Private Residence 
Architect 

Michael Palladino 
DECORA® Pattern 


PITTSBURGH CORNING 
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WINDOWS, WALLS & PARTITIONS 


Satisfy your desire for elegance. 
PC GlassBlock* products offer the radiance 
and beauty of glass ... the strength and security 
of thick, break-resistant glass block. 
This beautiful, versatile building material 
inspires imaginative designs that can transform 
a home into an elegant showplace! And it's 
available in a choice of patterns to provide the 
amount of light transmission and privacy you 
desire. 
Enhance and enliven an entryway, kitchen, 
bath, bedroom, gameroom, stairwell ... PC N 
"— sas ; Private Residence 
GlassBlock* windows, walls and partitions add Architect: Arthur Barrett 
dazzle to any part of the home ... both inside of South Pasadena 
and outside! ARGUS" Pattern 
Ask us how American-made PC GlassBlock* 


can help you design a home into a showplace. Whirlpool Project Kitchen 


VUE* Pattern 


For additional information on PC GlassBlock® products, m 

call your nearest Rinker Materials Corp. location. See the 

Rinker yellow pages listing under CONCRETE. Rinker 
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The Sum of Its Parts 


Fulford Elementary 
School Addition and 
Remodeling 

North Miami Beach, 
Florida 


Architect: Samuels Richter 
Architects and R.J. Heisenbottle 
Architects, P.A. - Joint Venture 
Engineer: Maurice Gray 
Assoc., Inc., Civil, Structural 
Landscape Architect: Ted 
Baker, ASLA 

Contractor: Betancourt 
Castellon Asso., Inc. 

Owner: Dade County School 
Board 


Wr selected to enlarge 
and remodel a pre-existing 
school, the architects found an 
out-of-date complex consisting 
of three buildings and 16 porta- 
bles. One building served as a 
one-story cafetorium/kitchen 
with four classrooms and anoth- 
er was a two-story building con- 
taining six classrooms. The 
third building was the original 
schoolhouse, which was histori- 
cally interesting, but structurally 
unsound and hazardous to occu- 
py. That building has since 
been torn down and the build- 
ing program revised to accom- 
modate the departments which 
it housed. 

The final program for the 
addition and remodeling con- 
tained all of the space necessary 
to turn Fulford into a complete 
elementary school capable of 
handling 893 students. The new 
program includes four kinder- 
garten classrooms, an excep- 
ional education suite, an admin 
strative office suite, ten primary 
srooms, a student personnel 
a media center and a 
music suite. Remodeling of the 
existing buildings included con- 
erting the existing library into 
n art suite. 

The design challenge in this 
roject was to make the school’s 
iree buildings look like one 
chool. The existing structures 


omprise approximately 29,000 
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square feet. By wrapping the 
39,725 square foot addition 
around the existing building, a 
courtyard was created. The 
architect then created a new 
main entrance to the school 
which makes all the buildings 
appear a visual and functional 
whole. 

The new building connects 
to the original buildings at two 
points. The mass of the three 
buildings was planned to be as 
dense as possible in order to 
maintain as much open space as 
possible. 

The design has taken the dis- 
advantages of a small site and 
turned them into assets. The 
design combines the new and 
existing buildings into a cohe- 
sive, well-organized elementary 
school capable of providing a 
complete range of services for 
the children of the 1990s. 


Photos: Opposite page, top: main 
entrance. This page, top: south front. 
Left, courtyard. Photos by Dan 
Forer. 
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Axonometric drawing and first floor 
plan courtesy of the architects. 
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Art for Living’s Sake 


D’Alessandro Residence 
Palm Beach, Florida 


Architect: Mitchell O'Neill, 
AIA, Architect 

Structural Engineer: Assad 
Hejazi 

Interior Designer: H. Allen 
Holmes, Inc. 

General Contractor: Bradley 
Frasier 


NN 


his residence was designed 

for a couple who own an art 
gallery and they wanted their 
house to serve as a second 
gallery where their personal col- 
lection could be displayed. 

The program addressed 
three main issues. It had to 
maintain large areas of uninter- 
rupted wall surface to display 
art, exhibit panoramic views of 
the Indian River and, due to the 
low elevation of the site, raise 
the main living space above 
floor level and incorporate an 
adjacent pool with deck. 

The program solution in- 
volved raising the house, a sim- 
ple box, on a solid base of ex- 
posed concrete block. Budget 
limitations dictated a simple 
structural system with a mini- 
mal level of detailing. The base 
was pulled out on the west ele- 
vation to enclose the raised 
pool. The ground level, addition- 
ally provides for garage and 
storage. 

The main living room is es- 
sentially a gallery. The compact 
stair tower allows the east walls 
of the first and second floors of 
the living room to remain unin- 
terrupted. The stair tower con- 
linues to a roof deck which the 
owner required, and the deck 
provides ocean views to the 
east. 

The main elements in this 
landscape are the house and the 
base upon which it sits. In this 
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scenario, the screened enclo- 
sure becomes the third domi- 
nant element. Interestingly, 
while the structure of the enclo- 
sure defines a solid form, the 
transparency of the screening 
material creates a contradiction 
resulting in a delicate, lacy ap- 
pearance. 


Photos: Opposite page, top aerial 
and below, east elevation. This 
page, top, west elevation and 
below interior gallery/living 
space 


All photos by Daryl Pickering. 
Drawings courtesy of the 
architect. 
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Whimsical Angles Create Learning Ambiance 


Riverside Elementary 
School 
Miami, Florida 


Architect: Bermello, Ajamil & 
Partners 


I the mid-1970s, a building in 
downtown Miami collapsed. 
Investigations showed that 
beach sand had been mixed 
with the cement used to con- 
struct the building. This caused 
the reinforcing steel rods to 
rust, undermining the struc- 
ture's foundation. The building 
had been constructed in 1914. 
How many other builders of the 
time had used the same sand 
and cement formula? This dis- 
guieting guestion spurred the 
city's decision to demolish any 
building constructed around 
1914. Thus, in 1976, Riverside 
Elementary School, a two-story 
cement building that had long 
served the community, was de- 
molished. Portables and pre-fab 
classrooms were put in place. 

Since the 1970's, Riverside 
Elementary has represented an 
"educational entry point” for 
many of the Cuban children 
whose parents immigrated to 
Miami fleeing communist dicta- 
torship. The school has a stu- 
dent body which is predomi- 
nantly Hispanic, even though 
the school serves inner city 
neighborhoods which are pre- 
dominantly black. The school is 
organized on a K-5 configura- 
tion, including facilities for 
kindergarten, art, music, foreign 
languages and exceptional stu- 
dent education programs. 


It took ten years for the Dade 


County School Board to issue 
notice to Miami architects to 
submit proposals for a new 
school. One of the architects 
submitting a proposal was Willy 
Bermello who had attended the 
first Riverside Elementary. 
Bermello's firm received the 
commission and in January, 
1989, ground breaking finally 
took place. In September, 1990, 
Riverside Elementary was once 
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hotos: Opposite page, top: North elevation main entrance. Above, mainentrance foyer. 
hotos by Mark Surloff Photography. Drawing, courtesy of the architect. 
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again back in business, serving 
the children of the community 

There are many differences, 
of course, between the old 
Riverside and the new. Now the 
children walk through a flamin- 
go-colored entrance with an 
unconventional triangular roof 
over the main door. Once 
inside, students are greeted by a 
spacious windy courtyard lined 
with brightly-colored doors 
which open to large classrooms. 

Because Riverside 
Elementary is situated on the 
eastern edge of Miami's Latin 
Quarter District, the architects 
intended to reinforce the 
school's individuality by devel- 
oping a Mediterranean charac- 
ter for the building which 
responds to community 
ambiance and influences. 

The site’s most unique fea- 
ture is its topography. The 
grade elevations vary from 14 to 
four feet and the design of the 
school takes advantage of the 
topography by incorporating a 
required parking facility and 
service areas at the low end of 
the site beneath the two-story 
educational facility. 

The architect wanted 
Riverside’s students to feel good 
in their new surroundings. In 
contrast to the vacuum-sealed 
feeling in many contemporary 
schools, there are plenty of win- 
dows, brightly-colored walls and 
several whimsical angles. 
Overall, the school has a strong 
Spanish Colonial feeling, but 
there is lots of light and air and 
when students look up, they see 
the sky. 
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WEST ELEVATION 
Photo of Courtyard, west elevation, by Mark Surloff Photography. Drawings courtesy of the architect. enia ARS 
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f When Coverage Counts . 


AWNINGS BY JAY 


WINNER OF INTERNATIONAL DESIGN AWARDS 
y AWNINGS, OF DISTINCTION 


AIA Florida Insurance Trustees’ 
Endorsed Group Life and Health 
Insurance Program 


FABRICATION-INSTALLATION | CANOPIES, CABANAS, CURTAINS 
CUSHIONS, CUSTOM WELDING 


844-4444 


RESIDENTIAL + COMMERCIAL * INDUSTRIAL 


CUSTOM DESIGN CANVAS, VINYL AWNINGS 
x For more information, please contact Lori Orr 
at Association Administrators & Consultants, 
Inc. by calling 1-800-854-0491 toll free. 
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TROPIC TOP™ 
ARTIFICIAL THATCH 


They’re not 
the only builde 
that have stood 
the test of time. 


At last, the demand has been met for a thatch that is virtually | 
indestructible. Tropic Top", a lightweight metal . shingle, | 
colorfast, 100% fireproof, installs as easily as ordinary roof | 
shingles, and has the appearance of natural thatch without any of 

Cohen-Ager has been in business since 1960, constructing some the disadvantages. 
of the finest buildings in South Florida. To see our work, just 


5.55 II never have to replace it. 
look up at the skyline or call 305-556-4601. It is cost effective because you will nev p 


We are able to help with design and installation reguirements for 
your particular roofing application. 


State license #CGC 000509 
2028-3 EASTBOURNE WAY, ORLANDO, FL 32812 


407/273-0069 FAX 407/273-0069 
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An L-Plan for Leisure Living and Lots of Light 


Hedgecock Residence 
Pensacola, Florida 


Architect: Michelle Reeves 
Macneil, AIA, Architectural 
Affairs 

Structural Engineer: Johnson 
Creekmore Fabre 

Electrical Engineer: Joe 
Moore, P.E. 

Contractor: Leonard Jernigan 


his Northwest Florida resi- 

dence is sited on a sloping 
hill beneath a canopy of mature 
oak trees. In response to the 
physical site characteristics and 
the program requirement that 
the majority of the 3700-square- 
foot residence be located on one 
level, the house was organized 
in an “L-shaped” plan. 
Essentially divided into four 
squares of varying heights, the 
volume of each section is pro- 
portional to the level of activity 
and intimacy required. These 
differing scales are expressed in 
the exterior envelope. The sec- 
ondary axis is represented by a 
long vertical roof linking the 
game room area, the family 
room and the pool enclosure. 

The entry sequence as one 
climbs up the steps is on axis 
with the largest oak. At the oak, 
the walk turns 45 degrees 
toward the entry. The entry 
intersects the two legs of the “L” 
and the secondary axis. Upon 
opening the entry doors, the 
viewer is flooded with light, air, 
space and a view of the four 
major public spaces - pool, liv- 
ing, family room and game 
room. As one travels through 
the house, the vertical dimen- 
sions of the spaces vary greatly 
in order to give each one a dis- 
tinct character. The farthest 
point from the entry is the can- 
tilevered balcony off of the 
game room which commands a 
view of the bay. 


Photos of west elevation and main 
entrance by Frank Hardy, Jr. Site plan 
courtesy of Michelle Reeves 
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Photos of pool and pool enclosure and interior, above, by Frank Hardy, Jr. Section and elevation 
courtesy of Michelle Reeves 
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VIEWPOINT 


Working With Architects and Roof Consultants 


by C. Trent Manausa, AIA 


n economical, long lasting, 

watertight, minimum main- 
tenance roof system! This is the 
expectation of every building 
owner. It should also be the goal 
of all architects, roof consultants 
and roofing contractors. Only 
through a joint effort of under- 
standing and cooperation by the 
owner, the consultant and the 
roofer can this ultimate goal be 
achieved. 

The purpose of this article is 
to show the process, from an ar- 
chitectural and roof consulting 
firm’s point of view, so the work- 
ing relationship between the 
contractor and the architect can 
be understood and used to 
achieve the end result as de- 
scribed above. 

No one roof system is suit- 
able for all conditions. The cor- 
rect roof system selection must 
be based upon all known condi- 
tions. These conditions might 
include climate, structure, build- 
ing style, building location, 
building use, type of deck, 
drainage and economics (not 
usually the least of the consider- 
ations). An informed decision is 
based upon knowledge of these 
factors. The building configura- 
tion, use and/or budget of the 
owner may prohibit the selec- 
tion of roof systems that may be 
most desirable. When all fac- 
tors are evaluated and consid- 
ered, a roof system is selected 
and designed to be specific for a 
particular project. 

Owners must be educated to 
realize that their roof is an asset. 
Like all assets it must be moni- 
tored and maintained to provide 
maximum return. If the owner’s 
intention is to reduce firs 
he must be made to realize that 
ongoing maintenance will be 
costly and the life of the asset 
will be reduced. Regardless of 
the initial cost, a maintenance 
plan is necessary. For the great- 
est return on the investment, 
manage the asset. 

Roof system types are either 
low slope (less then 2:12), or 
steep slope. Most low slope so- 
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lutions are waterproof mem- 
branes, while steep slope roofs 
are typically membranes, shin- 
gles or metal panels. Roof sys 
tems include insulation to pro- 
vide energy efficiency for the 
interior heating or air condition- 
ing. Coordination of the selec- 
tion of membranes, roof cover- 
ings, flashings and insulation is 
very important. Compatibility 
must be determined to obtain 
proper longevity of the roofing 
materials and proper perfor- 
mance of the insulation systems. 

Low slope roofing mem- 
branes available today cover a 
complex list of materials, chemi- 
cals and coatings. BUR (built-up 
roofing) is a multi-ply reinforced 
system with alternate layers of 
asphalt or coal tar. Modified as- 
phalt membranes are available 
in two basic types - APP (atatic 
polypropylene) and SBS (sty- 
rene-butadiene styrene). Elas- 
tomeric membranes are EPDM 
(ethylene propylene diene mon- 
omer) and CSPE (chlorosul- 
fonated polyethylene). Thermo- 
plastic membranes are PVC 
(polyvinychloride), CPA (co- 
polymer alloy), CPE (chlorinat- 
ed polyethylene) and PIB (poly- 
isobutylene). SPUF (spray in 
place polyurethane foam) is part 
of a roof system but by itself is 
only an insulation and must rely 
on a membrane or coating to 
provide weather protection and 
waterproofing. 

Steep slope roofing is typical- 
ly composition shingles, tile, 
slate or metal panels. Generally, 
steep slope roofing is not totally 
waterproof, but relies on water- 
shed and/or backup waterproof- 
ing. An example is clay tile roof- 
ing which requires a waterproof 
membrane below the tile. 

Roof system selection re- 
quires first the elimination of ob- 
vious non-viable options. Exam- 
ples of these include metal 
panels which are not good solu- 
tions on roofs with rooftop 
equipment or many penetra- 
tions. Sheet roofing systems 
must be considered with climate 


conditions; thermal shock, roof 
traffic and oil or grease dis- 
charge. Fungus and algae can 
be problems where slope is not 
adequate. Ballasted tems will 
add considerable weight to a 
structure. Coal tar membrane 
systems are limited by slope, en- 
vironmental concerns and addi- 
tional worker protection. APP 
modified systems require sur- 
facing material for longevity and 
fire rating. Heat welding and 
open flames can be hazardous. 
SPUF systems have a very limit- 
ed time frame for proper appli- 
cation in most of the country. 
Low relative humidity during ap- 
plication is critical. Coatings are 
usually not very resistant to 
damage, either manmade or 
environmental. 

Included in the elimination 
of possible roof systems should 
be project budget. For most 
projects, high cost systems will 
be eliminated. The project bud- 
get may need to be adjusted on 
projects where aesthetics re- 
quire consideration of a high 
cost system. 

Once all roof systems have 
been evaluated and the obvious 
systems eliminated from consid- 
eration, a concentrated effort is 
made to select the correct sys- 
tem. Remember, many times a 
project may require more than 
one system since a building de- 
sign can have both low slope 
and steep slope roofing condi- 
tions. 

It is imperative that the speci- 
fier keep up with the rapidly 
changing technology of roofing. 
The traditional systems of the 
past are tried and proven. They 
are also refined and improved 
by today’s technology. New sys- 
tems blend the knowledge of 
traditional systems with new 
materials and chemicals. It is 
important to research systems 
for compatibility with the pro- 
ject’s climate, materials and use. 
A new system which hasn't 
been used successfully in your 
area should not be specified. A 
client should not be used for a 


test project. We have recently 
specified systems that combine 
the best of two different sys- 
tems, a multi-ply built up system 
protected with a modified bitu- 
men cap sheet. That system pro- 
vides the redundancy of multi- 
ple piles and the strength and 
durability of the modified cap 
sheet. The granular modified 
cap sheet also allows easy visual 
maintenance inspections and 
corrections. 

It is the goal of the specifier 
to provide a compatible roof sys- 
tem, one that can achieve a sole 
source product warranty to the 
benefit of the owner. An exam- 
ple of a sole source warranty 
would be a joint agreement be- 
tween the roofing manufacturer 
and the insulation manufacturer 
or a written statement from the 
roofing manufacturer warrant- 
ing the entire system. 

The specifier should require 
a roofing contractor be certified 
and trained by the manufacturer 
for the specified roof system. If 
the only requirement for “certifi- 
cation” is the purchase of the 
manufacturer's materials, that 
manufacturer will not be speci- 
fied by our office for the project. 
Just as all products are not suit- 
able for given conditions, a roof- 
ing contractor is not necessarily 
competent to install any and/o 
all roof systems. Demonstratec 
abilities confirmed by the manu 
facturer are necessary. All rep 
utable certified contractors 
should insist that the manufac 
turer continue the certificatior 
process and that no “excep 
tions” be made just to sell the 
product. It is a major benefit te 
the owner, the contractor an 
the manufacturer. 

During the bidding process 
it is imperative that the architec] 
and the prospective bidder 
communicate. No one has evel 
produced a perfect set of plans 
errors or misunderstanding 
can be rectified prior to fing 
bids. Knowledgeable contra 
tors should convey question 


concerns and suggestions to th 
(Continued on Page 3| 


WHAT YOU WANT. 
WHEN YOU WANT IT. 


H. want colors, textures and profiles? 


Monier Roof Tile has more to choose from than anyone else—color- 
through, slurry-coated, large and small format. So no matter what type | 
of architecture you're dealing with, Monier has the perfect complement. 
What's more, Monier now has four plants serving Florida, so you can 
depend on your in-stock orders being delivered guickly. You also get full 
technical support from Monier's on-staff installation advisors. With one call, 
you can get all the answers you need about specification, products and more. 


Superior selection. Unbeatable service. And technical support. Monier's 
got it all. Call toll-free 1-800-432-2715, and you can get it too. 
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architect. No one knows difficult 
field conditions better than an 
experienced, knowledgeable 
contractor. The more communi- 
cations at this stage of the 
process, the better chance that 
the ultimate goal of the finished 
project will be achieved. 

Once the project is bid and a 
contract is awarded, it is of para- 
mount importance that the roof- 
ing contractor make timely sub- 
mittals so that verification of 
certification, materials, war- 
ranties, schedules and project 
conditions can be confirmed and 
approved. 

Safety is of utmost impor- 
tance on a roofing project. A 
properly set up job site with lad- 
der tie downs, fire extinguish- 
ers, protective clothing, safety 
lines and crew safety education 
demonstrates a well-organized 
competent contractor. 

During the construction 
process, it is necessary that in- 
stallation be monitored and con- 
firmation of covered work and 
existing conditions be docu- 
mented. Sometimes roofing con- 
tractors are uncomfortable hav- 
ing an inspector “looking over 
their shoulder”; however, docu- 
mentation of the entire process 
is beneficial to both the contrac- 
tor and the owner. Documented 
inspections are a very useful 
tool should problems develop 
some time in the future. Docu- 
mentation can easily confirm a 
cause or eliminate a suspected 
cause. A good method of docu- 
mentation is with time and date 
stamped photos. 

The project must be properly 
manned at all times. A knowl- 
edgeable superintendent must 
be available to coordinate condi- 
tions, schedules, materials and 
crew. Trying to install a system 
with the wrong size crew is frus- 
trating to the architect and ex- 
pensive to the contractor. A re- 
cent project showed dramatic 
changes after a crew size was 
corrected. After several weeks 
of attempting to remove and in- 
stall a new roof system, the con- 
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tractor was only accomplishing 
about 12 squares per day. Two 
men were added to the crew. 
The contractor was then able to 
install an average of 24 squares 
per day. This was a 100% in- 
crease in production with only a 
20% increase in labor. That was 
an excellent return on the in- 
vestment and the owner was 
able to have a watertight build- 
ing in less time, which resulted 
in less interior damage. This 
was an example of all parties 


working together to the mutual 
benefit of each party. 

In summation, we believe 
that each project, with a concen- 
trated team effort by the archi- 
tect, the contractor and the 
owner, will achieve an end re- 
sult that is beneficial to each 
party. The architect and the con- 
tractor will have the satisfaction 
of proper remuneration for the 
product that will provide the 
owner with an economical, long 
lasting, watertight, low mainte- 


nance roofing system. 


C. Trent Manausa, AIA, is Presi- 
dent of Manausa & Lewis Archi- 
tects, Inc. of Tallahassee. For the 
last 14 years of his 26-year prac- 
tice, he has specialized in roofing 
and reroofing. As a roof consul- 
tant to the United States Postal 
Service and the State of Florida, 
the firm has provided services on 
projects in Florida, Georgia, Al- 
abama, Tennessee and South 
Carolina. 
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Beautiful 
Under Any 
Condition. 


A lightweight, stone coated steel roof 
from Gerard provides unequaled beauty and 
protection against fire, wind, rain or most any 
condition that exists. Plus, a 50-year limited 
weatherproof warranty that makes it even 


more attractive. Call 


1-800-782-2048 
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for more information. Under Any Condition 


Beautiful 
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Tampa Theatre — Architect: John Eberson, 1926 
National Register of Historic Places 
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Architectural/Interior Design Photography 


CHROMA INC " 2802 Azeele Street = Tampa, Florida 33609 " (813) 873-1374 
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NEW PRODUCTS 


Crafted Coral Stone From 


Keystone 

Keystone Products, Inc. is a 
supplier of crafted natural coral 
stone. The company, which was 
founded in 1936, specializes in 
crafting Keystone Coral which 
is a product of the Florida Keys. 
This coral is available in unlimit- 
ed quantities and numerous va- 
rieties and it can be crafted into 
a multitude of products includ- 
ing floor and wall coverings, 
bricks, balusters, handrails, win- 
dow sills and ornate furniture. 
The natural color of the coral is 
light cream with a reddish- 
brown pigment adding to the 
fossilized beauty of the coral. 

Keystone Products quarries 
thousands of blocks of coral 
from Key Largo, Florida. From 
the quarries, the blocks are 
transported to a plant where 
basic shapes and forms such as 
irregular flagging and random 
ashlar are cut. The company 
currently has an inventory of ap- 
proximately 20,000 blocks 
which, with the current produc- 
tion program, should last for the 
next twenty years. 

Keystone Coral has been in 
use since Roosevelt's presiden- 
cy when many buildings like the 
Post Office and Federal Build- 
ing in Miami were constructed 
using coral. Today, Keystone al- 
lows more freedom of design 
where the warmth and beauty of 
natural stone is desired. It is 
weatherproof, color fast and it 
has exceptionally high insulat- 
ing values. It has a very high 
compressive strength and when 
applied properly, has a sheer 
strength far in excess of that re- 
quired by the Uniform Building 
Code and F.H.A. When properly 
installed, it lasts the lifetime of 
the building with no undesirable 
changes in color or appearance. 

For more information about 
the range of products available 
from Keystone, contact the com- 
pany at (305) 245-4716. 


Re-Key Your Own Locks 


With INSTAKEY 

INSTAKEY Lock Corp. of 
Englewood, Colorado, has re- 
cently completed over eight 
years of testing and patenting 
on a product that allows a busi- 
ness owner or manager to rekey 
his own locks in a matter of sec- 
onds. The product is called IN- 
STAKEY. Instead of calling for a 
locksmith when the need arises, 
it allows the user to insert a 
change key into any lock (in- 
cluding padlocks), turn it once 
and the old key is rendered use- 
less. Then he hands out the 
next level of keys that have 
been locked in his safe, signs 
and drops a postcard in the mail 
and the job is done. The li- 
censed INSTAKEY dealer veri- 
fies the signature, then cuts the 
next level of keys and mails 
them back to the business, 
ready for the next change. 

Even master-keyed systems 
are no problem. Operating level 
keys can be changed without 
disabling master keys, and vice- 
versa. 

Typically, a lock can be 
loaded with up to ten changes, 
and spread between pass, mas- 
ter and grand master level keys. 
Reloading another ten changes 
costs about the same as a nor- 
mal service call. 

INSTAKEY is available in a 
high security line which is man- 
ufactured in accordance with 
INSTAKEY patents. Each of the 
lines have patent-protected keys 
which make it extremely diffi- 


cult for an unauthorized end 
user to obtain copies. 

The interchangeable core 
product allows those users that 
are frustrated with the problems 
associated with moving cores 
from location to location and 
paying the high price of re-pin- 
ning to enjoy the convenience of 
INSTAKEY without changing 
their door hardware. An IN- 
STAKEY/Falcon core will retro- 
fit most interchangeable core 
locks and allow the business 
manager to change his locks ten 
times before he needs to re-load 
that core. A lost control key, 
which removes the core from 
the lock allowing it to be opened 
with a screwdriver, can be a real 
disaster. Fortunately, the con- 
trol key function can also be IN- 
STAKEY'd allowing the lost key 
to be disabled without interfer- 
ing with the rest of the keys op- 
erating that lock. Typically, this 


type of installation pays for itself 
the second time that the locks 
are changed. 

Right now the product is 
geared to the commercial mar- 
ket. It will retrofit just about 
everything out there. The com- 
pany has a high security line 
that is manufactured by the 
same people who protect the 
White House and the Pentagon. 
Current customers include fast- 
food restaurants, retail outlets, 
banks, supermarkets and hotels. 

For more information, please 
contact George M. "Bud" 
Kiebler, Shield Security Sys- 
tems, Inc.,(303) 781-9999, FAX 
(3033) 7611-6359. 


New Cedar Valley 


Brochure 

The future of cedar shingle 
siding is the theme of Cedar 
Valley Shingle System's new 8- 
page 4-color brochure detailing 
this panelized exterior siding 
system. Included are specifica4 
tions, new product descriptions 
and illustrations, finishing and 
application information, and 
nearly four pages of color pho- 
tos of significant projects by 
leading architects using conven- 
tional and Decorator shingle 
panels. Cedar Valley Shingle 
Systems, inc., 943 San Felipe 
Road., Hollister, CA 95023. 
Phone 800-521-9523. FAX 408- 
636-9035. 
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Briggs Introduces One 


Gallon Urinal 

The Briggs’ Pennton urinal 
can be installed with a watersav- 
ing flush valve which operates 
efficiently by using one gallon of 
water or less per flush. This 
wall-hung urinal is made of vit- 
reous china and features inte- 
gral flushing rims. The urinal, 
Model #7501, comes in bright 
white, bone and royal silver. 

Briggs has also recently 
introduced a new European- 
styled kitchen faucet that is 
ideal for everything from wash- 
ing dishes to watering plants. 
The faucet operates in either a 
fixed or pull-out position, provid- 
ing complete flexibility. In addi- 
tion, a fingertip control on the 
spout allows either an aerated 
water stream or a continuous 
spray. 

The faucet's contemporary 
loop handle and bright chrome 
finish are a beautiful addition to 

ny kitchen. Its plastic spout 
ody is very easy to clean and 
he flex-hose is made of durable 
hromed metal. The faucet is 
onstructed of solid brass, a pre- 
erred material for faucet quality 
nd durability. The kitchen pull 
ut faucet also features a ceram- 
c dish valve and a built-in vacu- 
m breaker that meets all 
pplicable code requirements. 
Briggs Industries is a nation- 
] manufacturer and marketer of 
oilets, lavatories, enameled 
teel bathtubs, sinks, bidets, 
rass fixtures and whirlpool 
aths for residential, commer- 
ial and institutional use. The 
ompany is headquartered in 
ampa. For more information, 
ll (813) 287-2400. 


ew Uni-Color System 
rom Mercer 

Mercer Products Company 

Florida has introduced Uni- 
olor, a system for color-coordi- 
ting wall base and flooring 
cessories throughout entire 
ojects. 

Each of four traditional prod- 
t lines of vinyl and rubber wall 
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base has the same 30 Uni-Color 


System Colors available 
throughout. Mercer’s ultra-high 
gloss Mirror-Finish line offers 


18 of 30 Uni-Color System 
Colors plus two specialty colors. 
Moldings and trims are offered 
in 12 of the 30 Uni-Color System 


Colors. All standard treads and 
nosings color-coordinate to nine 
of the 30 Uni-Color System 
Colors. 

In addition to the wide color 
line selection, Mercer offers a 
custom color service performed 
by expert professionals includ- 
ing state-of-the-art technology to 
meet individual color needs. 

Mercer's new 1993 Sweet's 
contains complete information 
on the Uni-Color System as well 
as new colors introduced into its 
wall base and flooring acces- 
sories lines. The Sweet's catalog 
and Uni-Color merchandiser are 
now available. For complete 
information, contact Joe 
Visintin, Mercer Products, P.O. 
Box 1240, Eustis, FL 32727-1240 
or phone (800) 447-8442 or Fax 
(800) 832-5398. 


Vinyl Ceiling Panels 
Approved For Use Under 
Fire Sprinklers 

United Plastics Corporation 
is now offering standard and 
custom colors including metallic 
gold to its line of over forty tra- 
ditional and contemporary 
designs. These opaque and 
translucent ceiling panels are 
available in 2x2 and 2x4 foot 
sizes which are rated Class I 
and approved for use under fire 
sprinklers as tested by 
Underwriters Laboratory and 
Factory Mutual Research. 

The panels range from flush 
mounts to several inches deep 
and includes designs that 
resemble nostalgic tin ceilings 
to modern linear designs. The 
ceiling can be installed using 
standard one inch face TeeBar. 
The multitude of available styles 
allows the designer great lati- 
tude in choice plus the option of 
a custom shape if needed. 
Application is especially effec- 
tive in malls, department stores, 
grocery stores, clean rooms and 
factories. 

For detailed information and 
product samples, contact 
Donald Jower at (510) 569-6700 
or Fax (510) 638-9100. 
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—— P.O. Box 422347 * Kissimmee, FL 34742-2347 
407-933-6595 * 800-345-5361 
FAX No. 407-933-8469 


Ridge 


2 Garage Door = 
Header - 
Largest Selection in Florida of In Stock AITC Certified 
Glulam Beams and LVL's 


* BUILDING CODE ACCEPTANCE — 
SBCCI ACCEPTANCE as well as 
acceptance in all jurisdictions 
throughout the U.S. 


* Residential, Industrial, Commercial and 


ASSOCIATE 
MEMBER Institutional Buildings and Bridges 
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Short Stop. 


Come see us, call, or send a 
FAX. It takes minutes to order 
your AIA Documents from us. 


a 
> 


AIA FLORIDA 


AMY BENNETT 


(904) 222-7590 OR FAX (904) 224-8048 


Express your imagination with 


GLASS BLOCKS 


OVER 60 DESIGNS e SIZES e COLORS 


HIGH SECURITY 

SUU] THERMAL INSULATION 

NNN SOUND INSULATION 
U LIGHT TRANSMISSION 


GLASS MASONRY INC. 
P.O. Box 8325 
Pembroke Pines, FL 33024 
(305) 584-8774 
FL 800-940-4527 * NATL 800-456-7093 
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PROFESSIONALLY 
PREPARED 


ESTIMATES 


WE DELIVER AN UNBIASED, INDEPENDENT, 
ACCURATE OPINION AND ESTIMATE OF: 


Design and Development Costs 
Theme Park and Leisure Entertainment Costs 
Construction Costs 
Contractor Evaluation 
Bid Evaluation 
Change Order Analysis 
Delay and Impact Claims 
Expert Witness Service 
M-CACES (Corps of Engineers) Estimates 
CES (NAVFAC - Navy) Estimates 
International and Foreign Markets 
Specialist in Prototype (one-of-a-kind) Projects 
Environmental Restoration Costs 
Contact: Michael Thornton 
ASSOCIATED COST ENGINEERS, INC. 
4201 Vineland Road, Suite I-12 
Orlando, Florida 32811-6626 
(407) 425-0612 = Fax (407) 425-0354 
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AIA Electronic 
Documents Can Save 
Time, Space and Money 


AIA Documents - the series 
of printed standard-form con- 
tracts produced by the Ameri- 
can Institute of Architects and 
used throughout the construc- 
tion industry for decades — are 
now available on electronic 
disks, which can be ordered 
through the AIA Florida office 
in Tallahassee. 

The AIA Electronic 
Document Service (AIAEDS) is 
the electronic version of virtual- 
ly all AIA contracts and forms 
previously available only as pre- 
printed documents from autho- 
rized distributors. The over 75 
documents in this series cover 
agreements between owner and 
contractor; owner and architect; 
and architect and consultant. 
Also included are forms for the 
architect's office and project 
management. Printed docu- 
ments will continue to be avail- 
able, giving users the option to 
use electronically produced doc- 
uments, the printed forms, or a 
combination of the two. The lan- 
guage in the AIAEDS forms is 
identical to the printed docu- 
ments. 

Under the new service, avail- 
able now from AIA Florida, 
users who purchase an annual 
license can produce an unlimit- 
led number of documents for the 
ormal course of business. By 
contrast, printed AIA Docu- 
ents cannot be reproduced. 
AIAEDS software allows the 
ser to create, store and retrieve 
mended and modified docu- 
ents and then produce them 
o they look nearly identical to 
he printed documents. Any 
changes to the original AIA 
ocument are clearly denoted 
s modifications. Filled-in 
lanks appear in a distinguish- 
ble typeface, inserted text is 
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OFFICE PRACTICE AIDS 


underlined, and deleted text is 
noted by a line struck through 
the text for easy comparison 
with the original document. 

"AIAEDS is revolutionary,’ 
notes Steven F. Weiss, AIA, 
chair of the AIA Documents 
Committee and a member of 
Solomon Cordwell Buenz & 
Associates, Inc. Chicago. "It 
eliminates the frustration of try- 
ing to change printed docu- 
ments manually and it produces 
a cleaner, more professional 
document every time. There's 
no need for cumbersome sup- 
plemental contracts, either. AIA 
Documents are so convenient 
because they're accepted, and 
with AIA Electronic Documents 
Service, now the process is con- 
venient and functional." 

As updates to the documents 
are published, AIAEDS licensed 
users are issued new disks auto- 
matically. The system requires 
an IBM-compatible 386/SX or 
faster personal computer, 
Microsoft Windows 3.1, Lotus 
123 version 2.3 (or Excel 4.0), 
and a compatible laser jet print- 
er. Users receive diskettes and a 
detailed user manual. At the end 
of the year when the license is 
renewed, licensees will be sent a 
letter with a code to be entered 
that will renew the license for a 
year. 

"This system makes a lot of 
sense for architects. All too 
often we have members who 
call frantically in need of docu- 
ments to complete a project 
manual at the last minute. With 
this system you never have to 
worry about running out of doc- 
uments at the last minute," said 
George Allen, Executive Vice 
President of AIA Florida. 

The annual fee for the 
AIAEDS is $325 for AIA mem- 
bers, $425 for non-members. 
For further information, contact 
Amy Bennett, AIA Florida, 
904/222-7590. 


You'll Never 
Run Out of 
AIA Documents 

Again. Ever. 


Regardless of the time, the project, or the pressure, you can have 

all of the AIA Documents, on electronic disks. in your office 

all of the time, as many times as you need them for a year. No more 
brimming file cabinets . . . no more lining up paper in a typewriter 

no more running out of documents. Simply slip the disk into your 
PC. add or modify the information you want, and then print out the 
completed document. You have a virtually unlimited supply of the 
contracts and forms most accepted throughtout the industry. When 
the annual license expires. you renew it. There's no reason for you to 
be out of documents again. Just $325 a year for AIA members; $425 


for non-members. For 


additional details and to 
AIA Florida,104 E. Jefferson Street, Tallahassee, FL 


order your unlimited 
supply of AIA electronic 

32301 Tel: (904) 222-7590 FAX: (904) 224-8048 
We also carry printed (hard copy) Document 


documents, call us today 


1993. ATA 


Precious Life 


their research in a race against time. 

To find out more, write St. Jude 
Hospital, P.O. Box 3704, Memphis, TN 
38103, or call 1-800-877-5833. 


Not too many years ago, this nurse 
was a patient at St. Jude Children’s 
Research Hospital. She fought a tough 
battle with childhood cancer. And won. 


Now married and with a child of her 
own, she has returned to St. Jude Hospi- — = ST. JUDE CHILDREN'S 
tal to care for cancer-stricken children. - = RESEARCH HOSPITAL 


Until every child can be saved, our — Danny Thomas, Founder 
scientists and doctors must continue 
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E 
All 
Now you can 
with DECO-BLOC. 


you ever wanted to d 
with Glass Block but couldn't... 


y 

+5 times lighter & 200 times the impact 

strength of glass block «Higher R 

value *Stronger-made from LEXAN* 

with special UV coating *Snap-Lock 

installation feature «Drill or saw-cut a 
*Available grout system-no more messy | d 
mortar *Standard & custom colors | 
available «Call today for FREE brochure. | 


DIMENSIONAL SURFACING, INC. 
In Fla. 1 800 940-4527 Outside Fla. 1 800 456-7093 
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SARASOTA MEMORIAL 
1 LA 

Sarasota Memorial Hospital is an 863-bed acute 

care facility located in a scenic resort community 


on the Gulf of Mexico. We currently have an 
opening for a: 


SENIOR ARCHITECT 


The qualified candidate must possess a Bachelor's 
degree in Architecture, Florida license and 10 years 
experience as a Registered Architect with a mini- 
mum 5 years experience in the design of healthcare 
facilities, preferably in Florida. Strong contractual 
knowledge and structural, mechanical and electri- 
cal engineering background as they relate to archi- 
tectural design a must. 


We offer a competitive salary with a comprehen- 
sive employee benefits program. For more infor- 
mation, please send resume to: Michael Moran, 
SARASOTA MEMORIAL HOSPITAL, 1700 S. 
Tamiami Trail, Sarasota, FL 34239-3555, (813) 
953-1410. Equal Opportunity Employer. 
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DESIGN SECURITY 
INTO YOUR BUILDING! 


Atlas Safety & Security Design, 
Inc. is a full service, independent, 
non-vested security consulting firm 
servicing architects, private sector, 
and government agencies. We de 
sign systems for intrusion detection 
perimeter protection, weapons 
screening, electronic and detention 
locking systems, access control, 
communications, ADA barrier free 
accessibility features, criminal jus- 
tice facility programming, and Crime 
Prevention Through Environmental 
Design. (CPTED) 

We conduct vulnerability/risk and 
threat analysis in order to develop 
security systems drawings, speciica- 
tions, bid documents. We also con- 
duct shop drawing review, installa- 
tion supervision, and cost estimates 
When it comes to security design, 
architects turn to 


ATLAS 
SCURI 818 
jnc. DESIGN 


For more information and qualifi 
cations, contact 
Randall Atlas, Ph.D., AIA, CPP 
1 Palm Bay Court 
Miami, Florida 33138 
(305) 756-5027 
FAX: (305) 754-1658 
1-800-749-6029 
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Florida 
Architect 
Reprints 


Promote 
your firm and 


your firm's logo. 


Get reprints 
of articles 
featuring 
your firm's 

work 

for use as a 


public relations 


tool. 


For more 
information 
call 


Carolyn Maryland 
at 904-222-7590. 


* 


Predicting trends is no mystery 


for us. We simply listen. 


Staying contemporary in any business means 

knowing — not guessing — what the market 

wants. That's why we're in constant touch with 
architects and developers. 


And because each has a different concept of which 
roof is ideal for a particular structure, we feature 
the broadest selection of roof tiles available today. 


Tiles that help promote the unique, distinctive 
look of your architectural designs, in just the right 
colors and styles. 


Lifetile. We stay progressive because we listen. 


zu LIFETILE 


Fire-Safe roofing with the Concrete Advantage 


Rialto, California Stockton, California Casa Grande, Arizona 
(714) 822-4407 (209) 983-1600 (602) 836-8100 


Katy, Texas San Antonio, Texas Lake Wales, Florida 
(713) 371-2634 (512) 626-2771 (813) 676-9405 


Member of National Tile Roofing Manufacturers Association, Inc. 


LIFETILE is a division of BORAL INDUSTRIES, INCORPORATED 
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